To:  Russell,  Carol[Russell. Carol@epa.gov] 

Cc:  tsukamoto.tim@gmail.com[tsukamoto.tim@gmail.com] 

From: 

Sent:  Sun  8/9/201 5 1 0:34:03  PM 

Subject:  Gold  King  Spill 

Hi  Carol, 

Not  sure  if  you  will  see  this,  but  TimTsukamoto  did  a treatability  test  for  us  on  the 
American  Tunnel  discharge  and  his  equipment  could  neutralize  the  Gold  King  discharge 
if  EPA  has  a settling  pond  available.  I would  vouch  for  him  if  you  need  him.  I could  get 
you  more  info  if  you  need  it  or  you  can  contact  him  directly. 

Karl  Ford 
303-956-9504 
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